64      DOCKETED ITEMS

9109040224 Notification of significant licensee meeting w/utii on 910919 in Region IV
ofc to discuss upcoming refueling outage & safe shutdown risks.
HARRELL.P.H. Region 4 (Post 820201). 91/08/29. Region 4 (Post 820201). 2pp.
58936:264-58936:265.

9109110042 Notification of 910919 meeting w/licensee to discuss upcoming refueling
outage & safe shutdown risks.

HARRELL.P.H. Region 4 (Post 820201). 91/09/05. Region 4 (Post 820201). 2pp.
59053:266-59053:267.

9109180002 Informs that on 910903 LJ Callan assumed duties of Director of Div of Ra-
diation Safety & Safeguards.S Collins becomes Director.Div of Reactor Safety & AB
Beach becomes Director, Div of Reactor Projects.

MARTIN.R.D. Region 4 (Post 820201). 91/09/10. HORN.G.R. Nebraska Public Power
District 2pp. 59117:004-59117:005.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRG Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109050005 Forwards insp rept 50-298/91-12 on 910722-26.No violations or deviations
noted.lnforms that participation in emergency exercise demonstrated licensee pre-
paredness to protect health & safety of public.

COLLINS.SJ. Region 4 (Post 820201). 91/08/27. HORN.G.R. Nebraska Public Power
District. 3pp. 58944:258-58944:271.

-9109050008  Insp  rept  50-298/91-12  on  910722-26.No  violations  or  deviations
noted.Major areas inspected:licensee performance & capabilities during annual exer-
cise of emergency plan & procedures & activities in control room.
MURRAY.B, Region 4 (Post 820201). 91/08/15.11pp. 58944:261-58944:271.

9109100082 Forwards insp rept 50-298/91-11 on 910805-09.No violations or deviations
noted.

COLLINS.SJ. Region 4 (Post 820201). 91/09/03. HORN.G.R. Nebraska Public Power
District 2pp. 59022:120-59022:126.

-9109100097 Insp rept 50-298/91-11 on 910805-09.No violations noted. Major areas
inspected:licensees internal audit program & implementation.
BARNES,!. Region 4 (Post 820201). 91/08/29. 5pp. 59022:122-59022:126.

9109110051 Forwards insp rept 50-298/91-15 on 910729-0802 & notice of violation.
COLLINS.SJ. Region 5 (Post 820201). 91/09/04. HORN.G.R. Nebraska Public Power
District 3pp. 59053:268-59053:274.

-9109110059 Notice of violation from insp on 910729-0802.Violation noted:failure to
adequately assess perimeter intrusion detection zones during certain hours of day.
* Region 5 (Post 820201). 91/09/04. 2pp. 59053:271-59053:272.

-9109110066 Partially withheld insp rept 50-298/91-15.Violations noted. Major areas
inspected:security program plans.protected & vital area intrusion detection aids.vital
area barriers, assessment aids & alarm stations.
CAIN.C.L Region 5 (Post 820201). 91/08/22. 2pp. 59053:273-59053:274.

9109180009 Forwards insp rept 50-298/91-14 on 910812-16.No violations noted.
BEACH AB. Region 4 (Post 820201). 91/09/10. HORN.G.R. Nebraska Public Power
District 3pp. 59117:031 -59117:042.

-9109180011 Insp rept 50-298/91-14 on 910812-16.NO violations noted. Major areas
inspected:radiation protection program.including organization & mat controls.training &
qualifications & maintaining occupational radiation exposures ALARA.
MURRAY.B. Region 4 (Post 820201). 91 /09/06. 8pp. 59117:034-59117:042.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109240111 Confirms arrangements between B Murray & D Whitman during 910905
telcon for mgt meeting to be held on 910926 in Region IV ofc to discuss emergency
preparedness findings identified in insp rept 50-298/91-12. Proposed agenda encl.
BEACH.A.B. Region 4 (Post 820201). 91/09/18. HORN.G.R. Nebraska Public Power
District 5pp. 59173:319-59173:323.

R. Periodic operating reports & related correspondence

9109040392 Cooper Nuclear Station semiannual operating rept of radioactive effluents
for Jan-June 1991.W/910822 Itr.
HORN.G.R. Nebraska Public Power District 91/06/30. 200pp. 59006:140-59006:338.

9109100326 Monthly operating rept for Aug 1991 for Cooper Nuclear Station.W/910905

KERNES.EA,  MEACHAM.J.M.  Nebraska  Public Power District 91/08/31.
59074:327-59074:331.

5pp.

V. Op

mmatio

9109130156 Forwards attendance list & slides from 910829 mgt meeting re NRC con-
cerns noted in Operator Licensing Exam Rept 50-298/OL-91 -01.
BEACH.A.B. Region 4 (Post 820201). 91/09/10. HORN.G.R. Nebraska Public Power

District 36pp. 59112:324-59112:359.
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F. Security, medical, emergency & fire protection plans

9109040150 Forwards safety insp rept 50-266/91-15 & 50-301/91-15 on 910701-
0818.No violations noted.

KNOP.R.C. Region 3 (Post 820201). 91/08/29. FAY.C.W. Wisconsin Electric Power
Co. 4pp. 58936:088-58936:111.

-9109040164 Insp repts 50-266/91-15 & 50-301/91-15 on 910701-0818.No violations
notedMajor areas inspected:plant operations, radiological controls.maint/surveillance
observations, emergency preparedness.security & engineering.
JACKIW.I.N. Region 3 (Post 820201). 91/08/27. 20pp. 58936:092-58936:111.

9109160296 Forwards changes to Rev 4 to security plan.Summary of changes
listedEncI withheld (ref 10CFR3.50.70 & 73).

FAY.C.W. Wisconsin Electric Power Co. 91/09/10. Document Control Branch (Docu-
ment Control Desk). 2pp. 59126:331-59126:332.

9109190222 Responds to NRC 910816 Itr re violations noted in Insp Repts 50-266/91-
17 & 50-301/91-17.Corrective actions:all mods necessary to meet requirements of
10CFR50,App R Section IIS.L re remote shutdown equipment completed on 910531.
FAY.C.W. Wisconsin Electric Power Co. 91/09/13. Document Control Branch (Docu-
ment Control Desk). 5pp. 59165:243-59165:247.

9109240220 Forwards insp rept 50-266/91-18 & 50-301/91-18 on 910805-26. Noncited
violation noted.

GREGER.LR. Region 3 (Post 820201). 91/09/17. FAY.C.W. Wisconsin Electric Power
Co. 2pp. 59183:309-59183:312.

-9109240235 Insp repts 50-266/91-18 & 50-301/91-18 on 910805-26. Noncited viola-
tion noted.Major areas insp:security program plans & audits,protected & vital area
physical barriers & detection & assessment aids.
MADEDA.TJ. Region S (Post 820201). 91/09/16. 2pp. 59183:311-59183:312.

P. Operating license stage documents & correspondence

9109030217 Suppls 890202 response to Generic Ltr 88-17 re loss of DHR. Util will
submit reevaluation of variable leg configuration to determine if alternate location for
one instrument tap preferable by Sept 1993.

FAY.C.W. Wisconsin Electric Power Co. 91/08/26. Document Control Branch (Docu-
ment Control Desk). 3pp. 58994:205-58994:207.

9109120087 Forwards audit plan to support NRC structural audit of safety-related struc-
tures scheduled for wk of 911021. Activities associated w/USI A-46, "Seismic Qualifi-
cation of Equipment in Operating Plants" will be discussed at meeting.
SAMWORTH.R.B. Project Directorate III-3. 91/09/04. FAY.C.W. Wisconsin Electric
Power Co. 8pp. 59104:062-59104:069.

9109130050 Forwards Amends 128 & 132 to Licenses DPR-24 & DPR-27, respectively
& safety evalL-ation.Amends revise Tech Spec 15.6, "Administrative Controls" to
change staff organization & remove organization charts from Tech Specs.
SAMWORTH.R.B. Project Directorate III-3. 91/09/04. FAY.C.W. Wisconsin Electric
Power Co. 3pp. 59111:044-59111:068.

-9109130052 Amends 128 & 132 to Licenses DPR-24 & DPR-27,respectively, revising
Tech Spec 15.6, "Administrative Controls" to document changes to staff organization
& to remove organization charts from Tech Specs.
SAMWORTH.R.B. Project Directorate III-3. 91/09/04.14pp. 59111:047-59111:060.

-9109130054 Safety evaluation supports Amends 128 & 132 to Licenses DPR-24 &
DPR-27,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/04. 8pp.
59111:061-59111:068.

9109100258 Provides supplemental response to Generic Ltr 88-14,per Insp Repts 50-
266/90-20 & 50-301/90-20.which determined that util had not fully complied w/
890220 Itr re testing of safety- related pneumatically operated valves.
FAY.C.W. Wisconsin Electric Power Co. 91/09/05. Document Control Branch (Docu-
ment Control Desk). 5pp. 59082:357-59082:361.

9109200296 Application for amends to licenses DPR-24 & DPR-27, consisting of TS
Change Request 147,changing reactor vessel materials surveillance capsule removal
schedules.

FAY.C.W. Wisconsin Electric Power Co. 91/09/13. Document Control Branch (Docu-
ment Control Desk). 4pp. 59174:143-59174:151.

-9109200303 Proposed tech specs Tables 15.3.1-1 & 15.3.1 -2,reflecting changes to re-
actor vessel matls surveillance capsule removal schedules.

* Wisconsin Electric Power Co. 91/09/13. 5pp. 59174:147-59174:151.

9109190052 Confirms plans for routine mgt meeting on 910920 to discuss current oper-
ating activrties.other items of mutual interest & to conduct plant tour.
GREENMAN.E.G. Region 3 (Post 820201). 91/09/16. FAY.C.W. Wisconsin Electric
Power Co. 1p. 59134:042-59134:042.

a Inspection reports, IE Bulletins & correspondence

9109110055 Responds to special safety insp rept 50-266/91-10 & 50-301/91-10.Licens-
ee agrees to initiate calibr checks of reg guide 1.97 instrumentation used to monitor
vital electrical power supplies.

FAY.C.W. Wisconsin Electric Power Co. 91/07/05. DAVIS.A.B.  Region 3 (Post
820201). 5pp. 59053:275-59053:279.

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York. Inc. 88pp. 58979:001-58979:090.
